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Abstract: This Special Issue covers symmetry and asymmetry phenomena occurring in real-life 
problems. We invited authors to submit their theoretical or experimental research presenting 
engineering and economic problem solution models dealing with the symmetry or asymmetry of 
different types of information. The issue gained interest in the research community and received many 
submissions. After rigorous scientific evaluation by editors and reviewers, nine papers were accepted 
and published. The authors proposed different solution models as integrated tools to find a balance 
between the components of sustainable global development, i.e., to find a symmetry axis concerning 
goals, risks, and constraints to cope with the complicated problems. We hope that a summary of the 
Special Issue as provided in this editorial will encourage a detailed analysis of the papers. 


Keywords: hybrid problem solution models; multiple-criteria decision-making (MCDM); hybrid 
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1. Introduction 


An integral part of contemporary human activities is choosing the most efficient solutions and 
justifying the selected alternatives and judgments of selected justifying procedures. All objective 
measurement involves subjective judgments. Firstly, developers of plans decide which problems 
must be solved and which not. Model development consists of the definition of model objectives, 
conceptualization of the problem, translation into a computational model, and model testing, revision, 
and application. Theory, prior knowledge, and other inputs determine which features of a given process 
to highlight and which to leave out under a given set of conditions that will dictate the specification of 
the model. Symmetry and asymmetry phenomena occur in real-life problems. Structural symmetry 
and structural regularity are essential concepts in many natural and human-made objects and play a 
crucial role in problem solutions. Real (accurate) balance in the real world is an exceptional case [1]. 
It is an essential feature that facilitates model description and the decision-making process itself. 

Decision-makers need to be clear and explicit about the objectives of the problem and the 
importance of multiple goals, benchmarking values and acceptable compromises. The existence of 
information asymmetry causes difficulties when achieving an optimal solution. As the asymmetric 
information is more important, its role is more crucial. Therefore, various solution models propose 
integrated tools to find a balance between components of global development, i.e., to find symmetry 
axes concerning goals, risks, and constraints to cope with complicated problems. When confronted 
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with complex problems, a solution’s problem is divided into smaller issues. The analyst then uses a 
method to integrate the results so that the action can be selected temporarily. 

Other stakeholders should align the decision on complex and strategic issues. Moreover, 
decision-makers should strike a balance between objectivity and subjectivity of data [2]. 

Objectivity is often considered the basis for the evaluation of the knowledge society. Objectivity is 
a value. The objectivity, balance, and symmetry of decision-making emphasize paradoxes [3] in terms 
of groups and outcomes. Science is objective when setting and summarizing facts. It is an obvious way 
of dealing with the requirements of scientific realism. 

Confirmation of objectivity and induction problem; choice of theory and exact change; realism; 
scientific explanation; to experiment; measurement and quantification; evidence and basis for statistics; 
science based on actual data; experimental values are the central, fundamental debates in the philosophy 
of science. Understanding scientific objectivity is, therefore, essential to understanding the nature 
of science and its role in society. Under the concept of product objectivity, science is objective, or to 
such an extent that its products—theories, laws, experimental results, and observations—represent an 
accurate representation of the outside world. According to the understanding of the objectivity of the 
process, science is objective, or to such an extent that its necessary procedures and methods depend on 
the associated social and ethical values, the bias of the individual scientist. In particular, this second 
understanding is independently multi-faceted; and it includes explanations related to measurement 
procedures, self-justification processes, or socio-scientific scales. 

The latter projects are characterized by high investment, long construction, and sophisticated 
technology. Many decision-making problems arise from imperfect information. This means that not all 
the information needed to create a reasonable solution is known [4]. In a market where customers 
reach balance, and product developers should have detailed information about product features, 
it is necessary to understand the importance of asymmetric information so that nobility, whether 
this inefficiency should cause concern, and when the degree of asymmetry is economically essential. 
Information asymmetry is usually greatest in areas where information is complex, difficult to obtain, or 
both [5]. Besides, asymmetric information is typical of a problem where the party has more information 
than the other and this is quite problematic. Insufficient information makes market problems more 
difficult. However, stakeholders also have incentives to create mechanisms that allow them to form 
mutually beneficial decisions even in the face of imperfect information [6-17]. The degree of asymmetry 
is different, yielding testable implications for the prevalence of asymmetric learning. In such a personal 
situation, decision-making is optional, using compensation data [18]. People practice multifaceted 
engineering solutions. Therefore, they should acknowledge a critical parameter corresponding to 
the degree to which the information is asymmetric. Humans implement multi-faceted decisions of 
engineers in practice [19-25]. Humans necessarily fill all measurement in science and technology with 
subjective elements, whether in selecting measures or in collecting, analyzing or interpreting data. 
Symmetric and asymmetric information play a critical role in engineering problems. 

In Kant’s view, all knowledge begins with human experience and is concurrent with the experience. 
The need for qualitative multi-criteria evaluation caused this—information content is determined by 
by the inexact scale of measurement [26]. The main problem, however, is dealing with qualitative 
information. Many methods consider qualitative data as pseudo-metric data, but officially forbid 
it as a way to consider qualitative details. Qualitative multi-criteria methods, in general, have to 
be survivable from the classification of the actual data. The lack of information in a multi-criteria 
analysis may emerge from two sources: 1) an imprecise definition of alternatives, evaluation criteria 
and preferences (or preference scenarios); and 2) an inaccurate measurement of the effects of other 
options on evaluation criteria and preference weights. One symmetry description is to say that it is 
the result of a balanced proportion harmony. There is a symmetrical balance when all the parts of 
the objects are well-balanced [27]. The perfect Yin Yang symbol is a sign of balance, harmony, and 
moderation. It is all about finding unity amidst duality (Figure 1). 
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Figure 1. The Yin Yang symbol. 


Scientists have proposed many strategies to improve the profitability of industries and apply 
sustainable production methods [28]. The evolution of design has highlighted the advantages of 
the principle of symmetry [29]. The balance in humans’ duty affects such product conditions as 
structural efficiency, attractiveness, and economic, and functional or aesthetic requirements. It includes 
compliance with standardization requirements, production of repeat elements and mass production 
that reduces production costs [30]. Therefore, symmetry and regularity are generally reliable and 
symmetrical shapes are preferred but not asymmetric [31]. 

Besides the methodological developments, there are a large number of successful applications of 
multiple-criteria decision-making (MCDM) methods to real-world problems that have made MCDM a 
domain of great interest both for academics and for industry practitioners [32]. Often, different MCDM 
techniques do not lead to the same results. Multi-criteria utility models are models designed to obtain 
the utility of items or alternatives that are evaluated according to more than one criterion. 

The most popular hybrid MCDM methods demonstrate the advantages over traditional ones for 
solving complicated problems, which involve stakeholder preferences, interconnected or contradictory 
criteria, uncertain environment. Decision-makers could use MCDM methods [33] such as the analytic 
hierarchy process [34], fuzzy analytic hierarchy process [35], fuzzy Delphi [36], analytic network process 
under intuitionistic fuzzy set [37], additive ratio assessment (ARAS) [38], simple additive weighting, 
and game theory [39], Discrete two persons’ zero-sum matrix game theory [40], evaluation based on 
distance from average solution (EDAS), complex proportional assessment (COPRAS), technique for 
order preference by similarity to ideal solution (TOPSIS) [41], as well as develop original models [42]. 
Decisions made in complex contexts need these methods for practical solutions. Many studies proved 
the fact that construction materials contribute to sustainable building management [43,44]. 

The primary features on which depend the effectiveness of a project’s life cycle [45] are a selection 
of proper place [46] and time to implement a plan [47], and to select a decent contractor [48]. 

The researchers directed to the hybrid MCDM approaches. The right knowledge for supporting 
systematic improvements evolution of the hybrid MCDM approaches can be characterized by [49,50]. 

When decision-makers disagree, analysis of decisions can help to understand the situation of each 
person better, raise awareness of the issues involved and the cause of any conflict. Such improved 
communication and understanding can be of particular value when a team of professionals from 
different disciplines meets to make a decision. The analysis of decisions allows various stakeholders to 
participate in the decision-making process. It is the basis of a common understanding of the problem 
and makes is more likely that there will be a commitment to ultimately chosen action. 

Keeney [51] pointed out that modern decision analysis does not create an optimal solution to 
the problem; the results of the study can be considered relatively prescriptive. The report shows the 
decision-maker what he should do, based on the decisions made during his analysis [52]. The central 
premise is rationality. When the decision-maker adopts rules or axioms that most people consider 
reasonable, he should give preference to the way they choose alternatives. The actions prescribed in the 
analysis may contradict the intuitive feelings of the decision-maker. He can then analyze this conflict 
of analysis and intuition. The study allows the decision-maker to understand the problem better 
so that his or her preference changes match the analysis priorities. This explains why the reasoned 
opportunity presented in the analysis is different from the natural choice of the decision-maker. 
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2. Contributions 


Nine original research articles are published in the current Special Issue. Authors from 
four continents contribute to the papers: Europe, Asia, South America and Africa (Figure 2). 
Three intercontinental papers are published: two articles co-authored by European and Asian 
researchers and one document involving European and African co-authors. 


= Europe 
= Asia 

= America 
= Africa 


Figure 2. Distribution of papers by countries. 


Thirty-seven authors from eight countries contributed to the Issue (Figure 3). The most numerous 
contributions are from Lithuania, China, Iran, and Romania. Moreover, we received submissions 
contributed by authors from Bosnia and Herzegovina, Serbia, Brazil, and Libya. 
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Figure 3. Distribution of authors by countries. 


The delivery of papers according to authors’ affiliations is presented in Table 1. Co-authors 
from Lithuania contribute to two papers together with co-authors from China and by one document 
with Iran, also with Serbia, Bosnia, and Herzegovina, and Libya. The other research teams are not 
international, and they involve authors from Brazil, Romania, China, Iran, and Lithuania. 


Table 1. Publications by countries. 


Countries Number of Papers 


Brazil 1 
Romania 
China 
Tran 
Lithuania 
China-Lithuania 
Iran—Lithuania 
Bosnia and Herzegovina-Serbia—Libya—Lithuania 


BPeENFP Ree eB 


All the papers suggest solution models based on symmetric or asymmetric information and they 
contribute to decision-making in various fields of engineering, economy or management. Most of 
the proposed models include novel or extended MCDM methods under uncertainty. Usual MCDM 
methods are combined with interval-valued fuzzy sets, rough numbers or Z-numbers. Only one-third 
of papers published in the current issue does not apply MCDM methods. They contribute to problems 
related to symmetry by offering other solution models like Bernoulli’s binary sequences, repeated 
experiments or financial models (Figure 4). 
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Figure 4. Applied decision-making approaches. 


The presented case studies applying the proposed solution models dealing with symmetric or 
asymmetric information in the technological, economy or managerial problems are grouped into three 
research areas consisting of 2-4 papers each (Figure 5). 


Figure 5. Research areas of the presented case studies. 


Grouping of the papers in three research areas as presented in Figure 5 is rather conditional. 
In many of the research works, the fields are interrelated. The first paper explores water usage by 
analyzing Bernoulli’s binary sequences in the representation of empirical events [53]. The analysis is 
also related to the economic problem of water usage—expenditure systems. 

The next paper analyses the performance of transportation companies [54]. A novel multi-criteria 
rough ARAS model is developed in the paper. It is applied to companies’ evaluation in developing 
countries. Sensitivity analysis is performed as well as comparison with other methods based on rough 
numbers is provided. The suggested approach will be further applicable for solving different problems. 

Solving the efficiency evaluation with fuzzy data is also analyzed in another paper. The paper 
presents a new method for solving the fully fuzzy DEA (data envelopment analysis) model where all 
parameters are Z-numbers [55]. 
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The topic of data fuzziness is continued in the paper aimed at the weighting of criteria in 
multi-criteria decision models [56]. An extended SWARA (step-wise weight assessment ratio analysis) 
method with symmetric interval type-2 fuzzy sets for determining the weights of criteria is developed. 
In the current paper, the suggested approach is applied for importance evaluation of intellectual capital 
components in a company. 

One more paper aimed at the evaluation of weights of criteria proposes use of a Bayes approach 
for weight recalculation [2]. The core idea of the article is to suggest a plan for combining of criteria 
weights obtained by different subjective and objective criteria weight assessment methods. 

Continuing a topic of data fuzziness, an emerging tool for uncertain data processing, that is 
known as neutrosophic sets, is applied. Several 2-Tuple linguistic neutrosophic number Bonferroni 
mean operators are developed [57]. They are applied in models for a currently topical issue of green 
supplier selection. 

The approach partly resembling the TOPSIS (technique for order preference by similarity to ideal 
solution) method because of considering the symmetry of distances to the positive and the negative 
ideal solutions, and based on the Pythagorean normal cloud is proposed [58]. Moreover, some cloud 
aggregation operators are presented. The proposed approach is designated to economic decisions, 
and an example from e-commerce is presented. 

The next paper related to economic decisions does not apply MCDM methods. It suggests financial 
models for optimal dividend and capital gains problem [59]. A reinsurance case with excessive losses 
based on risk information is presented. 

The last paper representing the field of technological sciences and engineering, analyses 
symmetrically structured quadcopter and its flight stability [60]. The research focuses on developing a 
data logger and then applying repeated experiments. 

After the above short presentation of research, we encourage the readers to undertake a detailed 
analysis of the papers published in the Special Issue. 


3. Conclusions 


The Guest Editors are very happy that the topics of the Special Issue generated interest among 
researchers from four Continents: Europa, Asia, South America, and Africa. Researchers from eight 
countries, including three international collectives, contributed to the papers published in the issue. 

As could be expected concerning the aforementioned topics, multiple-criteria decision-making 
models are suggested in two-thirds of the papers. The authors of six articles (from nine articles 
published) apply MCDM methods in their research. Therefore, we can conclude that multiple-criteria 
decision-making techniques proved to be well applicable to symmetric information modeling. 

Most approaches suggested decision models under uncertainty, combining the usual MCDM 
methods with interval-valued fuzzy or rough sets theory, also Z numbers. 

The application fields of the proposed models involved both problems of technological sciences 
and social sciences. The papers cover three essential areas: engineering, economy, and management. 


Author Contributions: All authors contributed equally to this work. 
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